a 


UFO PHOTOGRAPHIC INFORMATION SHEET 


(TO BE FILLED IN) 





Information on-camera. 
Name of camera: 


Cewera Manufacturer: 


Lense number_and other data printed around LENSE $22" ee et ete oe 


For the camera "bug"; what was the focal length of the 


lens-camera™ combination you were using? = - 
Date pictures _were-taken :__-. 


Time of day pictures \ were= taken (to the nearest minute, 
if you-can):~ 


Direction you were-facing-at_the_time_of photography 2-0 0-0 ns 
(North, South, East, West) ete.) Po 





Your location at time of photography (indicate location on... .> 
map, such as road-map, and show direction you were facing . 


when pictures were taken) :—————___ 


(this can easily be shown on a map or ray 


Sketch of details of srea_where-you were standing when~ - 
photography-was taken;—include- such: things as telephone - 
poles, fence posts, buildings, etc.: >” 





Where was the original negative processed and when: 


